AD-A258  410 


PHYSIOLOGICAL  EVALUATION  OF  A1 
(EXTREME-COLD- WEATHER)  AND  A2 
(BUOYANT,  INTERMEDIATE-COLD- WEATHER) 

JACKETS 


NAVY  CLOTHING 

AND 

TEXTILE  RESEARCH  FACILITY 
NATICK,  MASSACHUSETTS 


s 


DTIC 

ELECTE  ' 
DEC  2  4  1992 


TECHNICAL  REPORT  NO.  150 


Approved  for  public  release; 
distribution  unlimited. 


92-32764 


security  classification  of  this  page  (Wion  Data  Bntarad) 


1  REPORT  DOCUMENTATION  PAGE 

READ  INSTRUCTIONS 

BEFORE  COMPLETING  FORM 

1.  report  number 

150 

2.  GOVT  ACCESSION  NO. 

3.  RECIPIENT’S  CATALOG  NUMBER 

4.  TITLE  (tmd  Subtitle) 

5.  TYPE  OF  REPORT  4  PERIOD  COVERED 

PHYSIOLOGICAL  EVALUATION  OF  A1  (EXTREME-COLD- 
WEATHERI  AND  A?  CRUnYANT  TNTERMEnT ATF_rm n_ 

Final  report 

WEATHER)  JACKETS 

6.  PERFORMING  ORG.  REPORT  NUMBER 

7.  AUTHORC*; 

8.  CONTRACT  OR  GRANT  NUMBERf*; 

Barbara  A.  Avellini,  Ph.D. 

9.  PERFORMING  ORGANIZATION  NAME  AND  ADDRESS 

Navy  Clothing  and  Textile  Research  Facility 

21  Strathmore  Road 

Natick,  MA  01760 

10.  PROGRAM  ELEMENT,  PROJECT.  TASK 
AREA  &  WORK  UNIT  NUMBERS 

523-003-30-06 

523-003-30-08 

11.  CONTROLLING  OFFICE  NAME  AND  ADDRESS 

12.  REPORT  date 

August  1983 

Same  as  9. 

13.  NUMBER  OF  PAGES 

27 

1  U.  MONITORING  AGENCY  NAME  &  ADORESS('i/  dUforent  from  Controlling  Otflco) 

15.  security  CLASS,  (ol  thia  raport) 

UNCLASSIFIED 

'Sa.  declassification/  DOWNGRADING 

schedule 

IS.  DISTRIBUTION  ST ATEMEN T  fo/ tfiia  RaporO 


Approved  for  public  release;  distribution  unlimited. 


17.  distribution  statement  (at  lha  abaitaet  antarad  In  Block  30,  If  dlflarent  from  Raport) 

Same  as  16. 


18.  supplementary  notes 


t9.  key  words  ('Conf/nu«  on  r«v«r««  l(  n«c««««iy  mnd  identity  by  block  n  jmbor) 

Cold-Weather  Clothing;  Buoyant,  Cold-Weather  Clothing;  Physiological  Testing; 
Clothing  Insulation  Values;  Military  Protective  Clothing 


20.  abstract  fCaoC6»i«  rorfo  oMi  tf  rfa»m%mty  mtd  by  block  numbor) 

The  Navy  Clothing  and  Textile  Research  Facility  (NCTRF)  physiologically 
evaluated  the  Navy's  cold-weather  clothing  by  exposing  subjects  wearing  either 
the  A1  (Extreme-Cold-Weather)  clothing  ensemble  or  the  A2  (Buoyant,  Intermediate 
Cold-Weather)  clothing  ensemble  to  various  environmental  temperatures.  The 
environmental  temperatures  in  which  the  clothing  was  tested  included:  5°F 

*  -10  F  (-23.3  C) ,  -30  F  (-34.4°C),  and  -40°F  (-40°C)  for  evaluation  of 


DO 


FORM 
t  JAN  73 


1473 


EDITION  OF  I  NOV  85  IS  OBSOLETE 


UNCLASSIFIED 


SECURITY  CLASSIFICATION  OF  THIS  PAGE  ('WMm  Data  Entared) 


_ UNCLASSIFIED _ 

security  classification  of  this  PAqg(THl«n  Dmim  Snfna) 


the  A1  ensemble;  and  39°F  (  3.9°C),  20°F  (-6.7°C),  0°F  (-17.8°C)  and  -10°F 
(-23.3°C)  for  evaluation  of  the  A2  ensemble.  An  additional  exposure  to  -40°F 
was  undertaken  to  compare  responses  with  the  Army  Arctic  gear,  and  an  exposure 
to  70‘’F  (21.1‘’C)  while  standard  Navy  utility  clothing  was  worn  served  as  a 
control.  Exposures  were  3  hours  in  duration,  the  first  hour  of  which  the 
subject  sat  quietly,  followed  by  1  hour  of  exercise  at  3.5  mph,  and  again  1 
hour  of  rest.  Based  on  mean  skin  temperature  responses,  the  results  indicate 
that  none  of  the  te^t  garments  would  keep  an  inactive  person  warm  for  prolonged 
periods  of  time  (>4.0  hours).  Predicted  tolerance  times  ranged  from  1.3  hours 
at  -40°F  to  3.7  hours  at  5°F  with  the  A1  ensemble.  Individuals  wearing  the 
Army  Arctic  gear  would  have  been  expected  to  have  double  the  tolerance  time 
at  -40“F  than  those  with  the  Navy  clothing.  Exercise  interspersed  with  the 
rest  periods  would  significantly  increase  exposure  time,  the  extent  of  which 
would  depend  upon  the  work/rest  schedule.  (U) 


UNCLASSIFIED 


security  classification  of  this  F>AGE(lFh«n  Dmtm  Enitfd) 


TABLE  OF  CONTENTS 


Page 


List  of  Illustrations .  iv 

List  of  Tables .  v 

Introduction . 1 

Procedures  and  Methods .  2 

Procedures . 2 

Measurements .  3 

Statistical  Procedure . 4 

Results .  5 

A1  (Extreme-Cold-Weather)  Jacket .  5 

Army  Arctic  Gear .  6 

A2  (Buoyant,  Intermediate-Cold-Weather)  Jacket .  6 

Discussion .  10 

Conclusions . 14 

Acknowledgements .  15 

Appendix  A.  Illustrations .  A-1 


lil 


LIST  OF  ILLUSTRATIONS 


Figures  Page 


1.  Final  hourly  values  (mean  +  S,E.,  n  =  8)  of  rectal  temperature 
(Tre)  during  exposures  to  various  environmental  temperatures 

while  the  A1  (Extreme-Cold-Weather)  clothing  was  worn . A2 

2.  Final  hourly  values  (mean  +  S.E.,  n  =  8)  of  mean  skin  temperature 
(Tsk)  during  exposures  while  the  A1  (Extreme-Cold-Weather)  clothing 

was  worn . A3 

3.  Final  hourly  values  (mean  +  S.E.,  n  =  8)  of  mean  body  temperature 
(Tb)  during  exposures  while  the  A1  (Extreme-Cold-Weather)  clothing 

was  worn . A4 

4.  Final  hourly  values  (mean  +  S.E.,  n  =  8)  of  rates  of  heat  storage 
during  exposures  while  the  A1  (Extreme-Cold-Weather)  clothing  was 

worn . A5 

5.  Final  hourly  values  (mean  +  S.E.,  n  =  8)  of  rectal  temperature  (Tre) 

during  exposures  while  the  A2  (Buoyant,  Intermediate-Cold-Weather) 
clothing  was  worn . A6 

6.  Final  hourly  values  (mean  +  S.E.,  n  =  8)  of  mean  skin  temperature 

(Tsk)  during  exposures  while  the  A2  (Buoyant,  Intermediate-Cold- 
Weather)  clothing  was  worn . A7 

7.  Final  hourly  values  (mean  +  S.E.,  n  =  8)  of  mean  body  temperature 

(fb)  during  exposures  while  the  A2  (Buoyant,  Intemediate-Cold- 
Weather)  clothing  was  worn . A8 

8.  Final  hourly  values  (mean  +  S.E.,  n  =  8)  of  rates  of  heat  storage 

during  exposures  while  the  A2  (Buoyant,  Intermediate-Cold-Weather) 
clothing  was  worn . .A9 


iv 


LIST  OF  TABLES 


Table  Page 


I  Rate  of  metabolic  heat  production  (mean  +  S.  E.)  for 

test  subjects  (n  =  8)  wearing  A1  (Extreme-Cold-Weather) 

clothing  while  sitting  (rest)  or  working  (walk)  in 

various  environmental  temperatures .  7 

II  Rate  of  metabolic  heat  production  (mean  +  S.  E.)  for  test 
subjects  (n  =  8)  wearing  A2  (Intermediate-Cold-Weather) 
clothing  while  sitting  (rest)  or  working  (walk)  in  various 
environmental  temperatures..... .  9 


V 


PHYSIOLOGICAL  EVALUATION  OF  A1  (EXTREME-COLD-WEATHER) 
AND  A2  (BUOYANT,  INTERMEDIATE-COLD-WEATHER)  JACKETS 


INTRODUCTION 

Since  the  Navy's  cold-weather  clothing  had  been  modified  by  Navy  Clothing 
and  Textile  Research  Facility  (NCTRF)  personnel,  a  physiological  evaluation  of 
the  resulting  prototypes  was  necessary.  The  A1  (Extreme-Cold-Weather)  Jacket, 
along  with  entire  ensemble,  was  designed  to  protect  against  cold  temperatures 
as  low  as  -40°F,  while  the  A2  (Buoyant,  Intermediate-Cold-Weather)  ensemble  was 
expected  to  be  worn  in  temperatures  no  lower  than  0°F. 

Evaluation  of  any  cold-weather  ensemble  should  proceed  according  to  the 
following  rationale:  (a)  the  initial  heat  loss  through  the  clothing  should 
be  determined  while  the  subject  is  sitting  quietly  with  minimal  activity 
in  a  cold  environment  and  wearing  the  entire  clothing  ensemble  which  would 
normally  be  worn  under  such  climatic  conditions;  (b)  following  a  reasonable 
period  of  sitting,  during  which  thermal  equilibrium  would  normally  be  established 
if  no  heat  were  lost  or  gained  by  the  individual,  a  metabolic  heat  load  should 
be  produced  by  having  the  fully  clothed  subject  perform  moderate  work  in  the 
same  environment;  (c)  after  working,  the  individual  should  again  sit  quietly 
for  a  period  of  time  equal  in  duration  to  sequence  (a).  During  this  time,  the 
metabolic  heat  lost  by  the  subject  through  the  clothing  will  again  be  deter¬ 
mined.  Depending  upon  the  nature  of  the  clothing's  material  (for  instance, 
whether  it  Is  permeable  or  impermeable  to  water  vapor  transfer) ,  heat  loss  will 
occur  more  or  less  rapidly  than  that  which  occurred  in  sequence  (a) . 
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PROCEDURES  AND  METHODS 


Procedures 

Eight  Army  enlisted  personnel  volunteered  to  participate  in  this  study 
after  having  the  nature  of  the  study  and  its  suspected  risks  explained  to  them. 
Prior  to  each  exposure  to  the  cold  conditions,  the  subjects  were  weighed,  rectal 
probes  were  Inserted,  and  thermocouples  and  EKG  electrodes  were  affixed.  After 
donning  the  appropriate  clothing,  the  subjects  then  entered  the  environmental 
chamber,  which  was  set  at  one  of  the  following  climatic  conditions. 

A.  For  evaluation  of  the  A1  (Extreme-Cold-Weather)  Jacket, 

1.  5°F  (-IS^C),  wind  speed  5  mph  (wind  chill  0®F) ; 

2.  -10®F  (-ZS.S^C),  wind  speed  3  mph  (wind  chill  -lO^F); 

3.  -30°F  (-34.A‘’C),  wind  speed  1.8  mph  (wind  chill  -SO^F); 

4.  -40°F  (-40‘’C) ,  wind  speed  2.1  mph  (wind  chill  -40“F)  . 

B.  For  evaluation  of  the  A2  (Buoyant,  Intermediate-Cold-Weather)  Jacket, 

1.  39°F  (  3.9'’C),  wind  speed  3  mph  (wind  chill  39“F); 

2.  20“F  (-6.7®C),  wind  speed  7.5  mph  (wind  chill  10“F) ; 

3.  0"F  (-17.8°C),  wind  speed  2.75  mph  (wind  chill  0°F) ; 

4.  -10°F  (-23.3‘’C),  wind  speed  3  mph  (wind  chill  -10“F) . 

C.  For  control  testing  with  utility  clothing, 

70’’F  (21,1°C),  50%  r.h.,  no  wind. 

D.  For  comparison  with  the  Army  Arctic  gear, 

-40'’F  (-40°C),  wind  speed  2.1  mph  (wind  chill  -40®F) . 

The  subjects  remained  in  the  arctic  chamber  for  3  hours.  During  the  first 
hour,  they  sat  quietly  on  chairs  located  near  the  center  of  the  chamber.  They 
were  asked  to  remain  as  still  as  possible,  but  were  permitted  to  move  about  if 
their  hands  or  feet  became  cold.  After  60  minutes  had  elapsed,  the  subjects 
walked  on  a  motor-driven  treadmill  set  at  3.5  mph  with  no  grade  for  an  additional 
60  minutes.  Following  the  exercise,  the  subjects  again  were  told  to  sit  quietly 
for  another  60  minutes. 

The  following  clothing  was  worn  during  the  10  exposures. 

A.  For  evaluation  of  A1  (Extreme-Cold-Weather)  Jacket, 

1.  T-shirt,  shorts,  socks; 

2.  Thermal  underwear; 

3.  Navy  work  uniform  (shirt  and  trousers); 

4.  A1  ensemble  including  jacket,  trousers,  hat  and  hood; 

5.  Army  Arctic  mittens  and  mitten  insert; 

6.  Army  Arctic  boots. 

Total  weight  =  8.66  kg  (19.1  lbs). 
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B.  For  evaluation  of  A2  (Buoyant,  Intermediate-Cold-Weather)  Jacket, 


1.  At 

a.  T-shirt,  shorts,  socks; 

b.  Navy  work  uniform; 

c.  A2  jacket  and  hat; 

d.  Leather  gloves  with  wool  insert; 

e.  Shoes. 

Total  Weight  =  3.39  kg  (7.46  lbs). 

2.  At  20°,  0°F  and  -10°F, 

a.  T-shirt,  shorts,  socks; 

b.  Navy  work  uniform; 

c.  A2  jacket,  trousers  and  hat; 

d.  Army  Arctic  mittens  with  liner; 

e.  Army  Arctic  hood; 

f.  Army  Arctic  boots. 

Total  weight  =  7.84  kg  (17.25  lbs). 

C.  For  control  testing  with  utility  clothing, 

1.  T-shirt,  shorts,  socks; 

2.  Navy  work  uniform; 

3.  Shoes. 

Total  weight  =  1.73kg  (3.81  lbs). 

D.  For  comparison  with  Army  Arctic  gear, 

1.  T-shirt,  shorts,  socks; 

2.  Long  underwear; 

3.  Navy  work  uniform; 

4.  Full  Arctic  gear,  including  field  pant  liner  and  field  pants,  wool 
shirt,  field  jacket  liner,  field  jacket,  Arctic  liner,  Arctic  shell, 
Arctic  parka  liner,  Arctic  parka,  leather  glove  liners  and  leather 
gloves,  Arctic  mitten  Inserts,  liner  and  mittens,  Arctic  cap  and 
hood; 

5.  Arctic  boots. 

Total  weight  =  12.28  kg  (27.0  lbs). 


Measurements 

The  rectal  probe,  which  was  made  by  placing  a  copper-constantan  thermo¬ 
couple  into  a  soft  rubber  catheter,  was  Inserted  '^^4  Inches  into  the  rectum. 

Ten  uncovered  thermocouples  were  affixed  to  the  following  sites:  big  toe,  calf, 
medial  thigh,  lateral  thigh,  upper  back,  chest,  upper  arm,  lower  arm,  index 
finger  and  cheek.  Mean  skin  temperature  (Tg|^)  was  calculated  by  averaging  the 
appropriately  weighted  skin  surface  area  sites.  Every  5  minutes  throughout  the 
duration  of  the  3-hour  test,  heart  rate  (HR)  was  measured  on  a  Beckman  dynagraph 
recorder,  while  rectal  (Tj-e)  and  skin  temperatures  were  recorded  on  a  Kaye 
digital  output  recorder. 
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Mean  body  temperature  was  calculated  as:  Tj,  =  0.8  (Tj.g)  +0.2  (Tgj^) ,  ®C. 

The  hourly  rate  of  body  heat  storage  was  calculated  as:  S  =  [0.97x  wt  xATb] 

T  Body  Surface  Area,  W/m^. 

Oxygen  uptake  (VO2)  was  measured  during  the  rest  and  work  periods  of  each 
exposure.  The  VO2  values  could  be  used  as  an  indication  of  the  increased 
metabolic  heat  produced  both  by  the  wearing  of  the  heavy  clothing  and  the 
increase  in  shivering  during  exposures  in  which  the  clothing  itself  could  not 
keep  the  individual  sufficiently  warm.  Oxygen  uptake  was  determined  by  having 
the  subject  breathe  for  2  minutes  through  a  low-resistance  valve  into  a  Douglas 
bag.  The  expired  air  was  analyzed  for  O2  content  by  an  Applied  Electrochemistry 
Oxygen  Analyzer  and  for  CO2  content  by  a  Beckman  LB-2  CO2  Analyzer.  The  volume 
was  then  measured  in  a  Tissot  spirometer  and  converted  to  STPD  values.  VO2  was 
determined  from  3  to  6  times  during  each  exposure:  during  rest  1  at  25  and  50 
minutes,  during  work  at  25  and  50  minutes,  and  during  rest  2  at  25  and  50 
minutes . 


Statistical  Procedure 

All  variables  were  analyzed  with  a  two-factor  analysis  of  variance  using 
environment  and  activity  as  independent  variables.  Tukey's  post-hoc  multiple 
comparison  procedure  was  used  as  a  follow-up  when  significant  (p  <0.05)  F 
values  were  found. 
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RESULTS 


Al  (Extreme-Cold-Weather)  Jacket 

Figure  1  presents  the  final  hourly  mean  (+S,E.)  values  of  Tj-g  for  all  eight 
test  subjects  during  testing  in  the  four  environments  for  evaluation  of  the 
extreme-cold-weather  gear.  As  is  evident  for  all  exposures,  T^-g  did  not 
decrease  significantly  during  the  initial  rest  period  compared  with  the  value 
before  the  subject  entered  the  climatic  chamber.  In  all  environments,  including 
the  control  test  at  70°F,  the  work  period  stimulated  a  similar  rise  in  Tj-g. 
Moreover,  in  all  environments,  final  T^e  after  the  work  period  averaged  '^^38.0°C. 
During  the  second  rest  period,  T^e  declined  to  'v37.2°C,  which  represented  an 
average  decrease  of  0.7°C  in  all  environments. 

As  seen  in  Figure  2,  mean  skin  temperature  decreased  as  environmental 
temperatures  decreased.  The  60-minute  value  at  70“F  was  29.9°C,  then  increased 
to  32.4°C  following  work,  and  decreased  again  to  30.6°C  after  another  60  minutes 
of  rest.  At  5“  and  -lO^F,  Tgk  values  were  similar  to  each  other,  but  signifi¬ 
cantly  lower  than  the  rest  values  of  70‘‘F.  The  fsk  values  following  work, 
however,  were  similar  to  those  at  70°F.  As  ambient  temperature  decreased 
further,  fgk  decreased.  At  -30  and  -40®F,  fgk  during  work  remained  less  than 
30°C.  For  all  temperatures,  there  were  no  significant  differences  between  the 
final  Tgk  at  60  minutes  ov  130  minutes. 

Mean  body  temperature  (T^,),  which  is  a  weighted  average  of  both  rectal  and 
skin  temperatures,  perhaps  would  best  represent  a  value  of  body  temperature 
during  cold  exposure.  Figure  3_represents  the  mean  (+  S.E)  values  of  T^  for  the 
eight  test  subjects.  At  70‘’F,  fb  averaged  35.7°C  after  the  first  rest  period, 
rose  to  36.7®C  during  the  work  phase,  and  subsequently  declined  to  36.0°C 
following  the  second  rest  period.  In  the  5®  and  -10°F  environments  in  which  the 
Al  ensemble  was  evaluated,  fb  after  the  first  hour  did  not  differ  significantly 
from  the  control  values.  However,  Tb  was  significantly  lower  after  60  minutes 
in  the  -30  and  -40®F  environments.  During  work,  fb  in  the  5°F  and  -10°F 
environments  were  similar  to  the  control  values.  Again,  by  virtue  of  the  lower 
fgk  values,  the  values  during  work  at  -30°F  and  -40°F  were  slightly  lower  than 
those  obtained  at  70°F.  Following  the  second  rest  period,  fb  was  lower  in  all 
four  environments  compared  with  the  70°F  value,  with  the  lowest  values  found  in 
the  -30  and  -40°F  environments. 

Heart  rate  values  during  exposure  to  all  four  experimental  environments 
were  no  different  from  the  control  values  at  70°F.  HR  averaged  %80  beats/min 
during  both  rest  1  and  rest  2,  while  it  increased  to  ^^^125  beats/min  during  the 
work  period. 

The  rate  of  heat  loss,  as  Indicated  by  a  negative  rate  of  heat  storage,  was 
similar  in  all  four  test  environments  (Figure  4).  In  the  70°F  climate,  the 
individuals  lost  an  average  of  -20.5  +  3.3  W/m^  of  heat  during  the  initial  rest. 
The  metabolic  heat  produced  during  the  second  hour  caused  a  positive  heat  storage 
of  42.7  +  W/m^.  During  the  final  rest  period,  the  rate  of  heat  loss  amounted 

to  -30.9  +4.2  W/m2.  Compared  with  the  control,  the  rate  of  heat  loss  during  the 
first  hour  was  significantly  increased  by  150-200%  in  the  cold  environments. 
However,  because  of  large  intra-  and  inter-individual  variation,  there  was  no 
significant  difference  among  the  four  test  environments  in  the  rate  of  heat 
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loss  for  each  hour  of  exposure.  In  addition,  there  was  no  evidence  that  the 
rate  of  cooling  occurred  at  a  more  rapid  rate  following  the  exercise  period, 
since  the  rates  of  heat  loss  in  the  first  hour  were  similar  to  those 
experienced  during  the  third  hour. 

As  the  ambient  temperature  declined,  the  values  of  VO2  during  rest  1  and 
2  increased  significantly  from  the  control  values  (70°F),  as  seen  in  Table  I, 
Indicating  an  increase  in  metabolic  rate  in  response  to  the  lowered  temperatures. 
At  -40°F,  VO2  was  increased  by  63%  over  the  resting  value  at  70°F.  During  work, 
VO2  at  temperatures  <  5°F  was  higher  by  25-33%  than  at  70°F.  The  second  rest 
period  showed  values  similar  to  the  first  rest  period  in  that  a  significant  rise 
in  ^02  was  evident  at  temperatures  -S^F  and  below. 


Army  Arctic  Gear 

No  difference  between  the  Army  Arctic  gear  and  the  Navy  Extreme-Cold- 
Weather  clothing  was  noted  in  Tre  during  rest  1  and  work  at  -40°F  (see  Figure  1) . 
During  the  hour  of  inactivity  in  r<.st  2,  however,  Tj-e  declined  by  0.3°C  more 
while  the  Navy  clothing  was  worn. 

While  the  Army  Arctic  gear  was  worn  (Figure  2) ,  mean  skin  temperature 
remained  somewhat  elevated  during  the  -40®F  exposure.  The  Tgic.  was  2  to  3°C 
higher  during  rests  1  and  2  and  4.0°C  higher  during  work  with  the  Army  gear 
than  when  the  Navy  Extreme-Cold-Weather  clothing  was  worn.  These  higher  Tgj^ 
values  were  reflected  in  higher  fb  values  for  the  individuals  wearing  the  Army 
Arctic  gear  (Figure  3).  Rates  of  heat  loss  were  similar  in  both  the  Army  and 
the  Navy  cold-weather  clothing  during  rest  at  -40°F  (Figure  4);  during  work, 
however,  heat  storage  occurred  at  a  more  rapid  rate  while  the  Army  Arctic  gear 
was  worn  (mean  rate  of  heat  storage  =  69.5  +4.2  W/m^  compared  with  43.5  + 

3.7  W/m^  for  the  Navy  A1  ensemble). 


A2  (Buoyant,  Intermediate-Cold-Weather)  Jacket 

Figure  5  presents  the  final  hourly  mean  (+  S.E.)  values  of  T^g  for  all 
eight  test  subjects  during  testing  in  the  four  environments  for  evaluation  of  the 
Intermedlate-cold-weather  jacket.  During  the  first  hour  of  sitting,  Tj-g  declined 
by  0.2  to  0.3°C,  which  is  comparable  to  the  decline  of  O.l^C  during  quiet  sitting 
at  70°F.  During  the  work  periods  in  the  test  environments,  rectal  temperature  did 
not  increase  as  much  as  it  did  during  the  control,  but  the  difference  (0.1°C)  was 
Insignificant.  During  the  second  hour  of  rest,  the  Tre  declined  by  'U).6°C  in  all 
environments,  including  the  control  at  7Q°¥,  Final  Tre  averaged  '^37,2  in  the  four 
test  environments  compared  with  37,3°  in  the  7Q°Y  climate  (p>0.05). 

Following  the  first  hour  of  rest  in  the  test  environment,  mean  skin  tempera¬ 
ture  was  lower  by  '\'3.4°C  (Figure  6).  (Note;  fsk  was  lower  in  the  39°F  environ¬ 
ment  than  in  the  20®F,  but  this  was  most  likely  the  result  of  the  wearing  of 
the  A2  pants  along  with  the  jacket  in  environments  £20°F.)  During  work,  Tgk 
was  found  to  rise  to  'V31°C  in  the  39°,  20°,  and  0°F  environments.  At  -10°F, 
however,  after  1  hour_of  exercise,  fgi^  rose  to  only  28.8°F.  Following  the 
second  hour  of  rest,  Tg(^_declined  to  values  similar  to  those  observed  after 
rest  1,  with  the  lowest  Tgj^  found  at  -10°F. 
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Table  I.  Rate  of  metabolic  heat  production  (mean  +  S.  E.)  for  test  subjects  (n  =  8)  wearing  A1  (Extreme 
Cold-Weather)  clothing  while  sitting  (rest)  or  working  (walk)  in  various  environmental 
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As  seen  in  Figure  7,  mean  body  temperature  followed  the  same  pattern  as 
the  Tgj^^  values.  Following  rest  1,  f^,  was  lower  in  the  test  environments  than  in 
the  70°F  control.  (Again,  the  39°F  value  appears  low  because  no  overpants  were 
worn  in  this  environment.)  During  work,  Tj,  increased  in  all  environments,  with 
no  significant  difference  from  the  control  at  39°,  20°,  and  0°F.  T]j  at  -10°F, 
however,  was  lower  than  that  observed  at  70°F.  After  the  final  hour  of  rest  at 
-10°F,  Tjj  was  similar  to  those  values  seen  after  rest  1. 

Similar  to  the  testing  with  the  A1  ensemble,  no  differences  in  HR  were 
observed  between  the  control  condition  and  any  of  the  four  experimental  tests 
at  60,  1?0  or  180  minutes  of  exposure.  While  HR's  during  rest  were  similar 
to  those  l">und  in  the  A1  tests,  the  HR  values  were  slightly  lower 
('V'115  beats/mln)  during  the  1-hour  work  period  when  the  A2  ensemble  was  worn. 

As  evident  from  Figure  8,  during  the  first  rest  period,  the  rate  of  heat 
loss  Increased  as  the  environmental  temperature  decreased.  There  was  no 
difference  in  rate  of  heat  loss  during  rest  between  39°  and  20°F,  but  these 
two  values  were  significantly  lower  than  the  heat  loss  observed  at  0°  and  -10°F. 
Walking  on  the  treadmill  elicited  a  positive  heat  storage  under  all  conditions. 
The  rate  was  higher,  however,  during  exercise  at  39°  and  20°F  than  at  0°  and 
-10°F.  Rates  of  heat  loss  after  the  second  hour  of  rest  were  similar  to  those 
observed  during  the  first  hour  of  rest.  Unlike  the  rates  of  heat  loss  for  the 
first  rest  period,  however,  there  was  no  difference  in  heat  loss  between  the 
39°  and  20°F  environments  and  the  0°  and  -10°F  environments. 

During  the  first  and  second  hours  of  rest,  the  VO2  values  were  similar  for 
the  three  tests  conducted  between  0°F  and  39°F  and  did  not  differ  from  the 
control  at  70°F  (Table  II).  Values  at  -10°F  were  significantly  higher  than  the 
control  for  both  rest  periods.  During  work,  ^02  values  ranged  from  20  to  25Z 
higher  in  the  test  environments  than  in  the  control. 
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Table  II.  Rate  of  metabolic  heat  production  (mean  +  S.  E.)  for  test  subjects  (n  =  8)  wearing  A2 
(Intermediate-Cold-Weather)  clothing  while  sitting  (rest)  or  working  (walk)  in  varlou 
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DISCUSSION 


There  are  several  approaches  to  determining  whether  a  clothing  ensemble 
affords  adequate  protection  against  cold.  These  approaches  are  based  either 
upon  objective  analysis  of  physiological  data,  including  body  temperature, 
heart  rate,  and  metabolic  measurements,  or  upon  empirically  derived  estimates 
determined  from  the  physical  properties  of  the  clothing.  In  theory,  these  two 
approaches  should  not  be  considered  separate  entitles,  but  rather,  should 
complement  each  other  in  the  determination  of  appropriateness  of  protective 
clothing. 

Thermal  comfort  in  a  cold  environment  appears  to  depend  upon  the 
value  (1).  When  Tgjj^  is  between  33  and  34"C,  the  individual  is  deemed  comfortable 
in  a  "pleasant"  environment.  As  Tgj^  decreases  to  31 °C,  however,  the  environment 
is  perceived  as  being  one  of  "unpleasant  coldness, "and  thermogenic  shivering 
will  begin  as  Tg^  declines  to  30“C.  Environments  invoking  Tgj^  values  <29“C  are 
are  considered  to  be  "extremely  cold."  Based  on  these  thermal  sensations, 
individuals  tested  with  the  A1  ensemble  would  have  been  considered  extremely 
cold  while  sitting  in  all  the  cold  environments.  During  work,  the  cold-weather 
clothing  appeared  adequate  to  keep  an  individual  within  thermal  comfort  during 
exposures  at  5®  and  -10®F  only.  At  -30°  and  -40°F,  fgj^^  fell  to  <30°C  and  the 
individual  would  have  perceived  this  environment  as  one  of  unpleasant  coldness. 
Although  the  Army  Arctic  clothing  tended  to  keep  Tg.  higher  than  the  A1  ensemble 
during  exposure  at  -40°F,  Tgk  values  still  fell  within  the  "extremely  cold" 
range  while  the  subjects  were  seated.  With  the  A2  ensemble,  it  was  similarly 
evident  that  the  individual  could  not  maintain  fgj^^  at  a  comfortable  level  during 
all  seated  experimental  sessions.  During  exercise,  fgj^  was  maintained  at  'v31°C 
in  all  except  the  coldest  (i.e.,  -10°F)  environments. 

A  further  means  of  determining  the  protective  qualities  of  a  clothing 
system  is  to  look  at  the  time  it  takes  for  fgk  to  reach  the  level  at  which 
thermogenic  shivering  begins.  It  has  been  demonstrated  that,  if  fgj^^  should 
decrease  to  30°C  in  less  than  1  hour  in  a  cold  environment,  the  clothing 
ensemble  is  considered  Inadequate  cold  protection  (1).  Based  on  this 
criterion,  it  is  evident  from  the  Tgk  data  after  60  minutes  of  exposure  that 
none  of  the  clothing  tested  (Al,  A2,  Army  Arctic  gear)  afforded  sufficient 
protection  in  environmental  temperatures  between  39°F  and  -40°F. 

The  adequacy  of  protective  clothing  also  can  be  ascertained  by  evaluating 
the  changes  in  mean  body  temperature,  as  well  as  the  resulting  calculated  rate 
of  heat  loss.  It  is  estimated  that  a  resting,  awake  "standard"  man  (i.e., 

70  kg,  170cm,  1.8m2)  can  lose  a  total  of  'vl60W  or  90  W/m^  of  heat  without  undue 
discomfort  (2) .  This  heat  loss  would  correspond  to  a  change  in  mean  body 
temperature  of  'v>2.5°C.  A_look  at  the  T^j  data  during  the  cold  exposures  reveals 
no  condition  under  which  Tj,  decreased  2.5°C  from  the  initial  "warm"  body  value 
either  during  testing  with  the  Al  or  Army  Arctic  ensembles  (Figure  3)  or  with 


(1)  Tanaka,  M.  and  T.  Furuya.  Experimental  studies  on  human  injury  under  hot 
and  cold.  Boei  eisel  (National  Defense  Medical  Journal)  23:  115-125,  1976. 

(2)  Beldlng,  H.  S.  Protection  against  dry  cold.  In:  Physiology  of  Heat 
Regulation  and  the  Science  of  Clothing.  Edited  by  L.  H.  Newburgh,  New 
York:  Hafner  Publishing  Co.,  1949,  pp.  351-366. 
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the  A2  ensembles  (Figure  7),  Since  the  change  in  Tb  is  reflected  in  the 
calculation  of  body  heat  loss,  it  is  not  surprising  that  the  data  show  no 
instances  in  which  the  maximum  levels  of  body  heat  loss  are  attained  during 
any  of  the  experimental  trails  (see  Figures  4  and  8).  However,  if  the 
individuals  had  continued  the  rest  period  for  more  than  the  allotted  1  hour, 
a  critical  decrease  in  body  heat  content  probably  would  have  occurred.  For 
example,  during  the  -AO^F  exposure  with  the  A1  ensemble,  the  hourly  heat 
loss  for  the  first  hour  of  rest  averaged  45.7  W/m^.  If  this  rate  of  heat 
loss  were  to  continue  for  2  hours,  the  total  body  heat  loss  would  be  '^^90  W/m^. 

As  seen  in  the  current  protocol  for  testing  the  cold-weather  clothing,  this 
critical  decrease  in  body  heat  can  be  postponed  by  having  the  test  subjects 
perform  moderate  work  in  the  cold  environments  to  Increase  the  metabolic  heat 
load  and  thus  prolong  the  total  exposure  time. 

Tolerance  time  to  cold  environments  can  be  predicted  on  the  basis  of 
measured  Tgjj^  values,  clothing  insulation  (do)  and  either  predicted  or 
measured  metabolic  rate.  The  do  values  of  the  tested  ensembles  can  be 
estimated  based  on  the  relationship  that  there  is  'vO.35  do  per  kg  of  clothing. 
Estimated  do  values  therefore  are  as  follows:  (a)  total  A1  ensemble  =  3.03 
do;  (b)  Army  Artie  gear  =  4.30  do;  (3)  A2  ensemble  at  39®F  =  1.50  do; 

(d)  A2  ensemble  at  temperatures  <39“F  =  2.74  do.  If  the  maximum  permissible 
heat  loss  is  assumed  to  be  90  W/m2,  and  if  these  estimated  do  values,  the 
measured  Tg;^  values,  the  measured  resting  metabolic  rate  values,  and  the 
relationship  for  convective  and  radiative  heat  loss  are  used,  the  tolerance  time 
can  be  calculated  as  follows: 

time  =  _ 90 _ 

6.45  (Tgk-Ta) 

_  -  0.75M  1 

do 

where  Tg  =  ambient  temperature  (°C) 

M  =  resting  metabolic  rate  in  W/m2.  It  is  assumed  that  75%  of  the 
resting  metabolic  heat  will  be  dissipated  through  the  clothing 
with  the  remaining  25%  lost  through  the  respiratory  tract  and 
insensible  sweating. 

6.45  =  heat  transfer  coefficient  in  W/m2/°c 

Tolerance  times  for  the  experimental  temperatures  would  thus  be: 


A1 

ensemble 

a. 

-40°F 

(-40°C) 

s 

1.3h 

b. 

-30°F 

(-34.4‘’C) 

= 

1.6h 

c. 

-lO^F 

(-23.3°C) 

= 

2.2h 

d. 

+  5“F 

(-15'’C) 

= 

3.7h 

A2 

ensemble 

a. 

-lO^F 

(-23.3‘’C) 

2. Oh 

b. 

0“F 

(-17.8“C) 

1.9h 

c. 

20'’F 

(-  6.7°C) 

= 

3.7h 

d. 

390F 

(  3.9‘’C) 

= 

1.9h 
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3.  Array  Arctic 

-40°F  (-AO°C)  =  2.8h 

4.  Utility  Uniform 

70°F  (21°C)  =  13. 2h 

From  these  calculations,  it  is  evident  that,  without  sorae  raeans  of  increasing 
the  raetabolic  heat  produced  in  the  cold  environments,  the  individual  will  rapidly 
begin  to  lose  body  heat  after  a  relatively  short  period  of  time,  will  become 
hypothermic,  and  will  terminate  the  exposure. 

It  is  possible  to  calculate  the  Insulation  required  to  maintain  a  comfort¬ 
able  Tsk  of  gO^F  (32°C): 

Insulation  required  =  6.45  (32-Ta) 

_  ^ 

0.75  M 

For  the  -40°F  experiments,  resting  M  =  88  W/m2;  therefore  at  -40°F,  7.04  do 
of  clothing  insulation  would  be  required  to  keep  a  person  comfortable.  Solving 
Equation  2  for  T^,  it  is  calculated  that  the  lowest  temperature  at  which  the  A1 
ensemble  (estimated  do  =  3.03)  would  keep  Tgk  at  32‘’C  while  the  individual  is 
seated  would  be  0.6°C  (33.2°F).  On  the  other  hand,  the  Army  Arctic  gear  (esti¬ 
mated  do  =  4.30)  could  be  worn  down  to  -12.5°C  (9.5°F).  The  A2  cold-weather 
system  could  be  comfortable  in  temperatures  as  low  as  6.8°C  (44.3°F)  when  the 
individual  is  at  rest. 

Two  important  factors  should  be  mentioned  at  this  point.  First,  it  should 
be  stressed  that  any  clothing  system  is  only  as  good  as  its  weakest  link.  Hence, 
if  gloves  and  boots  are  not  adequate  to  prevent  hand  and  foot  temperatures  from 
declining  below  4°C  (39°F),  which  is  considered  the  "safe"  point  for  terminating 
cold  exposures,  the  clothing  ensembles  could  not  be  expected  to  provide  sufficient 
protection  against  the  cold  environment.  Another  Important  point  concerns  the 
wearing  of  long  underwear  during  these  cold  exposures.  Since  do  values  are 
related  to  the  weight  of  the  clothing,  the  more  bulk,  the  greater  the  insulation. 

If  the  A1  ensemble  were  worn  without  the  long  underwear,  the  total  weight  of  the 
clothing  system  would  be  reduced  by  0.55  kg.  This  would  be  sufficient  to  decrease 
the  estimated  do  value  to  2.84,  which  is  very  similar  to  the  value  of  2.74  do 
for  the  A2  ensemble.  It  is  thus  evident  that  the  small  differences  between  the 
protective  capability  of  the  A1  and  A2  ensembles  could  be  directly  attributed  to 
the  wearing  of  long  underwear  with  the  Ai  ensemble. 

The  values  of  VO2  (see  Table  I)  indicate  that  some  shivering  may  have  been 
present  as  a  means  of  increasing  metabolic  heat  production  during  the  quiet  sitting 
periods,  particularly  in  the  colder  environments  in  which  the  Al  ensemble  was 
tested.  As  the  ambient  temperature  declined,  ^^02  values  were  seen  to  increase 
during  both  rest  periods.  The  lowering  of  Tgj^^  in  response  to  the  cold  environments 
was  apparently  beyond  the  threshold  for  induction  of  shivering  (l.e.,  <30°C). 

During  the  work  period,  VO2  also  was  greater  than  those  values  found  during  the 
control  trial  at  70°F.  This  response  may  have  had  a  dual  cause:  thermogenic 
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shivering  and  the  increased  external  load  of  the  clothing  weight  (3) .  By  use 
of  a  metabolic  prediction  equation  (A),  it  could  be  expected  that  the  8.66  kg 
of  weight  added  by  the  A1  ensemble  could  account  for  a  9%  increase  in  metabolic 
rate  over  that  predicted  for  similar  work  in  utility  clothing.  The  remaining 
Increase  in  metabolic  rate  could  be  attributed  to  the  thermogenic  shivering  in 
the  cold  environments. 


(3)  Teitlebaum,  A.  and  R.  F.  Goldman.  Increased  energy  cost  with  multiple 
clothing  layers.  Journal  of  Applied  Physiology  32:743-744,  1972. 

(4)  Pandolf,  K,  B.,  B.  Givoni,  and  R,  F.  Goldman.  Predicting  energy 
expenditure  with  loads  while  standing  or  walking  very  slowly.  Journal 
of  Applied  Physiology  43:  577-581,  1977. 
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CONCLUSIONS 


The  results  of  this  series  of  trials  indicate  that  the  tested  ensembles 
(Al,  A2,  Army  Arctic)  would  not  keep  an  inactive  person  warm  for  a  prolonged 
period  of  time.  Low  Tsk  appears  to  be  more  of  a  problem  than  low  core  tempera¬ 
ture,  at  least  for  the  period  of  time  investigated  in  this  study.  The  low  Tgk 
contributes  to  thermogenic  shivering  and  extreme-cold  discomfort  of  the  exposed 
individuals.  If  exposure  were  prolonged,  a  decline  in  core  temperature  would 
rapidly  follow,  and  the  individual  would  become  hypothermic,  unless  a  means  of 
increasing  metabolic  heat  production  were  found.  As  seen  in  these  exposures, 
moderate  exercise  for  1  hour  can  prolong  the  exposure  time  and  keep  body 
temperatures  from  declining.  Other  work/rest  schedules,  in  which  temperatures 
are  not  permitted  to  fall  for  as  long  a  period  of  time,  would  prolong  exposure 
further. 

The  Army  Arctic  gear  appears  superior  to  the  Navy's  Al  (Extreme-Cold- 
Weather)  clothing  in  terms  of  estimated  clothing  insulation  values  and,  hence, 
calculated  tolerance  times  and  observed  Tgk  values.  The  higher  insulation  of 
the  Army  gear  keeps  Tsk  from  decreasing  to  the  low  levels  of  the  Al  clothing. 
Tolerance  times  for  the  Inactive  person  in  the  Army  gear  would  be  expected  to 
be  more  than  twice  as  long  as  for  Individuals  wearing  the  Navy  clothing. 

When  the  Al  and  A2  jackets  are  compared,  it  is  apparent  that  the  primary 
difference  between  the  two  ensembles  lies  in  the  wearing  of  thermal  underwear 
with  the  Al  system.  More  insulation  is  thus  added,  which  would  keep  Tsk  higher 
and  therefore  diminish  the  rate  at  which  body  heat  is  lost. 


14 


ACKNOWLEDGEMENTS 


The  author  wishes  to  express  sincere  appreciation  to  James  Shampine, 
Joseph  Giblo,  Robert  Keene  and  Louise  Hayes  for  their  assistance  in  the 
preparations  for  testing  and  in  the  collection,  and  subsequent  reduction  and 
statistical  analysis,  of  the  data.  A  special  thanks  is  also  extended  to 
Margaret  Splnazola  for  typing  the  manuscript. 


15 


APPENDIX  A.  ILLUSTRATIONS 
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Figure  1.  Final  hourly  values  (mean  +  S.E.,  n  =  8)  of  rectal  temperature  (T^e)  during  exposures  to  various 
environmental  temperatures  while  the  A1  (Extreme-Cold-Weather)  clothing  was  worn 
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Figure  5.  Final  hourly  values  (mean  +  S,E.,  n  =  8)  of  rectal  temperature  (Tj-g)  during  exposures  while 
the  A2  (Buoyant,  Intermediate-Cold-Weather)  clothing  was  worn 
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Figure  6.  Final  hourly  values  (mean  +  S.E.,  n  =  8)  of  mean  skin  temperature  (Tgj^)  during  exposures  while 
the  A2  (Buoyant,  Intermediate-Cold-Weather)  clothing  was  worn 


Figure  7.  Final  hourly  values  (mean  +  S.Ii:.,  n  =  8)  of  mean  body  temperature  (T|^)  during  exposures  while 
tne  A2  (Buoyant,  Intermediate-Cold-Weather)  clothing  was  worn 
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Figure  8.  Final  hourly  values  (mean  +  S.E,,  n  =  8)  of  rates  of  heat  storage  during  exposures  while 
A2  (Buoyant,  Intermediate-Cold-Weather)  clothing  was  worn 


